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NARA RG104, Entry 1, Box 121 


Mint of the United States at Philadelphia, 
Melting and Refining Department, 
Philadelphia, 

June 1, 1880 


Sir 


I respectfully Report with much satisfaction that the last Spelter, received by this 
Department, proved to be remarkably pure, both in the Assay, and in reducing chloride of silver. 
When the reduced silver was melted, there was not the slightest appearance of volatilization. 


We have used the first lot of Spelter received, and are anxious to receive a larger supply, 
in order to refine a good deal of Gold and Silver. 


We shall have to refine a considerable amount of silver by acid, altho’ I believe it is only 
charged with refining by melting. This is a severe tax on our Refinery account. 


Very Respectfully yours, 
Jas. C. Booth 
M&R 


Hon. A. Loudon Snowden, 
Superintendent. 


